Replica  of  ilw  Pilgrims'  First  Fort  ami  Church 

A  REPLICA  OF  THE  PILGRIMS'  FIRST  FORT  AND 
CHURCH  AT  PLIMOTH  PLANTATION,  PLYMOUTH, 
MASSACHUSETTS. 
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